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Includes Comrmiarcial Test. E 


MP 
ITEM NUMBER 
TEE, Sn saamnsnaaenemanmemmanaal 


1 


16 


MP61042 


MP- 10204 


MP-10211 


MP65002 


MP- 10223. 


MP- 65099 


MP- 20489 


MP-10218 


MP- 10601 


MP-10755 


STIMATED 
. . , UNIT NO. OF ESTIMATED 
NOMENCLATURE cost UNITS AMOUNT 
Connector, Probe Coaxial Th gf 35.00 1 g§ 35.00 
HEWLETT-PACKARD Type 455A 
Converter, Frequency 250.00 1 250,00 
HEWLETT-PACKARD Model 525A 
for use with Model 524B Electronic 
Counter ’ 
Counter, Electronic 2150.00 1 2150.00 
HEWLETT-PACKARD Model 524B 
Coupler Unit, R F Power and 71.00 1 71.00 
VSWR Meter, impedance 52 ohms 
M.C. JONES ELECTRONICS Model 
252C1 
Generator, Standard-Signal 795.00 1 795.00 
GENERAL RADIO Type 1001-A 
Indicator Unit, R F Power and 66.00 i 66.00 
VSWR Meter ; 
M.C. JONES ELECTRONICS Model 
25201 
Load Resistor, R F, 52 ohms 49.50 1 49. 50 
M.C. JONES ELECTRONICS Model 
633C 
Oscilloscope, Cathode-Ray 995.00 1 995.00 
TEKTRONIX Type 531 
Preamplifier, Dual Trace, Plug-In 275.00 1 275.00 
TEKTRONIX Type 53/34C for use with 
Type 531 Oscilloscope 
Time Interval Unit 175.00 1 175.00 
HEWLETT-PACKARD Model 526B 
for use with Model 5245 Electronic 
Counter Q A : 
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Supercedes: 28 September 1956 - 


LIST N 
SPECIAL LIST OF TEST EQUIPMENT FOR 
SYSTEM 2 AIRBORNE EQUIPMENT 


qaifprni 
Equipment Required for System 2 Airborne Equip- 


ment. 


COMMERCIAL TEST OT ee T 


ot tert , aa) 


‘ 
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nent and Centractar Manufactured Test 
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Supercedes: 14 Sep t 1956 


LISTN 
| ESTIMATED 
| MP UNIT NO.OF ESTIMATED 
ITEM NUMBER NOMENCLATURE COST UNITS | AMOUNT 
-. 1].  MP-=10213 Voltmeter, Vacuum Tube - . $245.00 1 f 245.00-.. 
| | HEWLETT-PACKARD Type 410B , 
12 MP-10707 Voltmeter, Vacuum Tube - VOM 59. 50 2 119.00 


TRIPLETT Model 631 
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MP 


ITEM NUMBER 


13 
14 
15 
16 
17 
is 
19 
20 
21 


22 


23 
24 
25 


26 
27 
28. 


29 
a 


31 
38 
33 
34 


MP-10380 
MP- 10434 


| MP-10381 


MP-10458 
MP- 10440 
MP- 10392 


MP-10446 


MP-10387 
—MP-10450 


MP-10478 


MP-10448 


MP-10382 
MP-10459 


MP-10388 


MP-10620 


MP+10455 
MP-10462 


| MP-10609 


MP-10552 


MP- 10482 


MP-10466- 


MP-10548 
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LIST N 


CONTRACTOR MANUFACTURED: ‘TEST. ibaa 


NOMENCLATURE 


‘“Wetension Test Boards for Unit 24: 
24-1 


24-2 
24-3 
24-4 
24-5A 
24-55 
24-6 
24-7 

24-8 
24-9 
24-10 
24-11 
24-12 
24-13 
24-14 
24-15 


zateneion Test Boards for Unit 63: 


631A 
63-2 
63-34 
63-33 
63-4 


Effective: 


* November 1986. 


Supercedes: 28 September 1956 9 


ESTIMATED 


NO. OF. “ESTIMATED 3 


UNITS — 


$ 


AMOUNT 


46,45. : 
46.45. 


46.45 
46.45 
46.45 
46.45 
92,90 
46.45 
46.45 
46.45 
46.45 
46.48 
46.45 
46.45 
46.45 
46.45 
46.45 


46.45 
46,45 
46,45 
46.45 
46.45 
46.45 


ITEM 
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MP 
NUMBER 


- MP-10491 


MP-10614 
MP-10473 
MP-10486 
MP-10617 


MP-10605 _ 


MP-10547 
MP-10470 


‘MP-10857 


MP-10745 


MP-10791 
MP- 10348 
_MP-10765 


MP-10356 
MP-10347 
MP-10367 


LIST N 


_ NOMENCLATURE 


(63-5 


63-6 
63-7 
63-8 
63-9 


63-10 
63-11 
63-12 


Extension Test Boards for Unit 67 


Ground Operation Kit for System 
2 Airborne Equipment 


- Indicator Unit, Test Set for 


Unit 69 
Load Unit, Test Set for Unit 69 


Preflight Test Set for System 2 
Airborne Equipment 


Program Test Switch for Unit 63 
Test Set for Unit 24 
zee Set for Units 51, 67, and 


Page 4 of 4 Pages 


Effective: 28 Sept 1956 
Supercedes: 14 Sept 1956 


ESTIMATED 


UNIT 


COST 


46.45 


46.435. 


46.45 


(M645 
46.45 — 


46. 45 
46. 43 


46,45 


3,470. 00 
1,108, 00 


1,108, 60 
21,411.00 
221.00 
1,441.00 
758.00 


NO. OF ESTIMATED 
AMOUNT 


UNITS 


1 
i 
1 
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$ 


46, 48 
46.45 
46.45 
46,45 
46.45 
46,45, 
46.45 

» 46.45 
92. 90 
3,470, 00 
1,108.00 


1,108.00 
42,822. 60 
221,06 
1,441.00 


' 788.00 


